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TWIN-PENTODE POWER AMPLIFIER 
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for convenience, one pentode unit is identified as P ; ; the other as P 2 
Maximum Ratings Are Design-Center Values 
AMPLIFIER-Each Unit 

Plate Voltage 180 max. volts 

Screen Voltage 180 max. volts 

Plate Dissipation 2.5 max. watts 

Screen Dissipation 1.0 max. watt 

D-C Heater-Cathode Potential 100 max. volts 

Typical Operation and Characteristics - Class A % Amplifier: 
Plate Voltage 1@0 vo i t$ 

Screen Voltage 180 volts 

Grid Voltage (Grid No.l) -9 volts 

Peak A-F Grid Voltage 9 volts 

Zero-Sig. Plate Cur. 13 roa. 

Max.-Sig. Plate Cur. 13.5 ma! 

Zero-Sig. Screen Cur. 2.8 ma. 

Max.-Sig. Screen Cur. 4*6 ma 

Plate Resistance 0.16 megohm 

Transconductance 2150 umhos 

Load Resistance 10000 ohms 

Power Output (Total harmonic dlst. 10*) 1.0 watt 

0 With no external shield. 
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